1. Incident Name: 


2. Operational Period: (Date /Time; 
From: 08/10/2015 0700 CS I' 

To: 08/1 0/2015 2400 CS I 


INCIDENT OBJECTIVES 
ICS 202 - EPA 


Gold King Mine Spill - R6 


3. Incident Objective(s): 


1) Ensure the safety of public and response personnel. 

2) Protect the public drinking water supplies along the impacted Animas River and San Juan River including 
others who may be using the Rivers for various purposes. 

3) At the source of the release in San Juan County, CO, R8 will divert the adit’s discharge into containment pond 
and begin water treatment. 

4) Throughout New Mexico, monitor the movement of the “pulse” of contaminated water as it travels 
downstream and conduct water sampling ahead of, during, and after the pulse through different points. 

5) Coordinate with R8 (lead EPA Region) and R9, state counterparts, and local officials. 


4. Operational Period Command Emphasis. (Priorities, Key Discussions/Directions): 


Develop Guidance on procedures for R6 OPS to follow: screening water well and livestock water, providing bottled 
water, providing water trucks for livestock, confirmation sampling, end point, sediment sampling, etc. 


5. General Situation Awareness (Safety bullets, Weather, etc...): 


MONDAY 


w* 


88° / 20% 


Partly to mostly cloudy. A stray shower or thunderstorm is 
possible. High 88F. Winds SE at 5 to 10 mph. 


Humidity U¥ Index 

SE 7 mph 33% 9 out of 10 


Sunrise 

Sunset 

Moonrise 

Moonset 


6:27 am 

8:11 pm 

# 2:55 am 

H 5:1 8 pm 


CHApproved Site Safety Plan Located at: 

6. Prepared By: (PSC) 




(Date / Time) 

Name: 


Signature: 



7. Approved By (Incident Commander(s)): 



(Date / Time) 

Name: 


Signature: 
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